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David Wallace, President, 
John J. Foulkrod, Cashier. 
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NARA RG104, Entry 1, Box 140 


Manayunk Bank, 
Philadelphia, 
June 12, 1886 


Hon. D.M. Fox 
Supt. U.S. Mint 


Dear Sir 


I have received yours of 11th. I know that it is very unlikely that an error could occur at 
your institution but “mistakes will happen in the best regulated families”. The bag was 
undoubtedly one dollar short. It was counted in a tray entirely separate from any other money of 
the Bank. 


Yours Truly, 
Jno. J. Foulkrod, Cash. 


